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ASSOCIATED PRESS 6 AUGUST 1963 

DEATHS BY THE ASSOCIATED PRESS 
HENRY C. KNUTSON 

WASHINGTON, AUG. 6 HENRY C. KNUTSON, 58 , SENIOR OFFICIAL OF THE CENTRAL 
INTELLIGENCE AGENCY, DIED SUNDAY OF A HEART ATTACK AT HIS HOME IN F ALLS CHURCH, 
VA. KNUTSON, A RETIRED NAVY COMMANDER, JOINED THE CIA IN 1953- 
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